KKICTIONAL   KLKCTRU'ITY.
Upon gathering all of the free ends of the ll gether, the repulsion of the threads at; their n caused them to separate widely. When once elec a dry day, the threads retain the charge for hou are discharged by connecting them with the grouiv the body, and drawing them through the hand.
When the mercury in a barometer tube is agi friction of the mercury on the glass generates < and produces effects which are visible in the
